The MAC Flyer 
1982 Index 


Title 


Accident/incident Discussion 
The Snitch 
Flying Safety Week '82 
They Shoot ACs, Don't They? 


Accident Prevention 
1981 Mishap Statistics Apr 
CINC Holiday Message Dec 


After Deadlines 
Jan-Nov 
Dec 


Allied Airlifters 
Kawasaki C-1 Feb 
Airlift Anniversar, —HH- Mar 
Fiat G.222 May 
C.A.S.A. C-212 Aug 


The AWTH’s Corner 
The AWTH Factor—A New Initiative 
May 
AWTH's Corner Nov 
AWTH's Corner Dec 


Book Review 
The Airline Builders/Stars in Flight Mar 


C.R. Terror 
Sallies forth in the Shuttle Jan 
Passes his physical—barely! Fet 
Stalls in at Stalzburg Mar 
Takes a lightning strike Apr 
Takes “afence’’ at Decimomannu May 
Pulls a punch-bow! faux pas Jur 
Goes “afow!” of a feathered flock Jul 
Picks up the “CINC Aug 
Tangles with a tanker Sep 
Pursues a Pulitzer Prize Oct 
Maroons some Marines Nov 
Heads home for the Holidays Dec 


Deja Vu 
Kunsan AB, Korea Mar 
Prestwick IAP, U.K Apr 
Sigonelia Airfield, Italy Jun 
The Viewer's Guide Aug 
Kadena AB, Japan Aug 


Excellence in Airmanship 

Jan 

Feb 

Mar 

Apr 

May 

Jun 

Jul 

Aug 

Sep 

Oct 

Nov 

Dec 

Facts, Reports and Interviews 

ACMA: Airlift for the Future Jan 
Mission: Reforger 81 Feb 
Proximity Switches Mar 
Flying the Shuttle Apr 
Airlifters at Red Flag May 
The Nightingale Shuttle Jun 
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Title 

Facts, Reports and interviews 
Drop at Dawn 
XV-15: Tilt 


Volant Rodeo- 


Flight Lines 


Flyers Anonymous 


Flying Circus 


Flying-Hour Milestones 


Aug 
Oct 
Nov 


Dec 


Flying Safety Writing Contest Advertisement 


Join the in-Crowd Jan 
| Cannot Tell A Lie Feb 
A Short Suspense Mar 
The Perfect Prize Nov 


Tis the Season Dec 


Flying Safety Writing Contest 

You Should Have Seen 

the One That G 

The Rock’ S 
The Expert 
Cleared to Climt 

Rea! People 

No Free Ride 

The Winners 

Cross Country 

Napair. Nightmare 

Ghost in the Cockpit f 
The Things They Had Learned Oct 
Bad Habits—Not Tricks of the TradeOct 
Sw »-UDS Nov 
Missec D Cc Dec 


Global Notes 
Aug 


Human Factors 
Complacency Oct 
The Case of the Comatose Captain Dec 


Instrument 
We Flew When the Birds Walked Jan 
The Microwave in Your Future Mar 


Title 


Instrument 

Fresnai Lens Optical Landing 
System 

Ducking Under 

=LIP Througt the Changes 

ying the Microwave 

Landing Syste 

Direct Oceanic Communication 

Missed Approach Revisited 


Medical 
Doc Talk: Smoking and You 
Physiologica! Training 
Development of the U.S. Army Air 
Air Corps Shoulder Harness 
Stresses of Flight 


The Case of the Comatose Captain 


Miscellaneous 
TMF Checkride 
1982 Flight Safety Calendar 
The Flyer’s Approach 
Global Notes 
A Rote Prime 


Seasons Greetings 


Mishap with a Morai 
Up and Locked 
Crashed 
Break Up 
Cause—Undeterr 
Stalled! 
Two Legs Toc 

Deadly Omission 

Flying in the Wake 

A Critical Breakdown 

Complacency 

Fatal Decisions 

The Fatal Flight of Air Florida 90 


Operations— General 
Need to Know/Nice to Know 
You're Not Just a Pilot, You're an 
Aircraft Commander 


Operations— Fixed Wing 
Hidden Hazards 
Changes inthe Wind 
On the ice—Antarctica 
A Rote Primer 


Direct Oceanic Communication 


Operations—Fling-wing 
Don't Get Rolled 


Quick Stoppers 


Safety Awards 
1981 MAC Safety Awards 
USAF Safety Plaques 
Roll of Honor 


Weather 
Many “Heavy” Returns 
Wind Shear 
Trouble with a Capital “T 
Winter Weather Review 
~ 





